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Message: RE: LH Dec 2016 A2A 


M RE: LH Dec 2016 A2A 


From 

Julie Ball 

Date Tuesday, January 17, 2017 10:17 AM 

To 

Cc 

Kraft, Emily 


Journal 

Recipients 

Emily.Kraft@oa.mo.gov 
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This should now be entered. 


Sorry and thanks! 


From: Kraft, Emily [mailto:Emily.Kraft@oa.mo.gov] 
Sent: Tuesday, January 10, 2017 2:36 PM 
To: Julie Ball 

Subject: RE: LH Dec 2016 A2A 


Hi Julie - 


Your invoice looks great. However, I did notice that^^^^J does not 
entered, despite her delivery date being back in September. Could you 
this information? 


have a birthing outcome 
have her case manager enter 


Thanks, 


Emily Kraft 

Alternatives to Abortion Program Manager 
Truman Building, Room 430 
Jefferson City, MO 65102 
Phone: (573) 522-0003 


From: Julie Ball [ mailto:Julie.ball@mbch.org 1 
Sent: Tuesday, January 10, 2017 2:24 PM 
To: Kraft, Emily 

Cc: Russell Martin; Rich Haacke 
Subject: LH Dec 2016 A2A 

Attached. 

Thank you! 


about:blank 


9/17/2018 
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Julie Ball, LMSW 

Program Director 
The LIGHT House 
PO Box 22553 


Kansas City, Missouri 64113 

Office: 816-361-2233 | Cell: 913-669-7683 

www.lighthousekc.org 



logos merged 
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